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CONFIDENTIAL 

INTER-OFFICE CORRESPONDENCE 

Richmond, Virginia 


To: 

From: 

Subject: 


•Art Palmer 
.Frank Friedman 


Date: May 6, 1987 


. STATUS OF D-372 LOW COST FOAMED FILTER FROM INEXPENSIVE OR 
WASTE MATERIALS 


The R&D patent committee reviewed this disclosure at a recent 
meeting, and their recommendation is to inactivate it. 


cc: P. Gauvin 

A. Gergely 
L*-Meyer? 
W. Nichols 
R. Thesing 
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